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3.  "When King Charles, the grandson '
of James, was King, a dreadful disease :
came  to  London like  that  which did
such harm in Wat Tyler's time.    But it
passed away at last, and the people who
had  run  away so  as  not   to  catch  it
were   coming back to live in London,
when  one day a great cloud of smoke
was seen from the houses near the river
Thames.

4.  Soon the flames were seen mount-
ing high np above the chimneys.    Nearly
all the houses in London were made of
wood, and the  weather had been very
hot, so that they burned easily.     The
wind carried the flames from one row of
houses to another,  until  thousands of
houses were burnt.

5.  The  people  rushed out into the
fields.    The great church of St.  Paul's
was burned right down, and for several
days the houses kept burning.     King
Charles and many brave men were out
every day trying to put the fire out.